General  structural integrity:

The ability of a structure to transfer
loads from one portion or element
which has lost its load-bearing
capacity to the surrounding elements
to inhibit progressive collapse while
retaining structural stability;
achieved through a degree of continuity
combined with a degree of ductility
of the components and connections of
a structure.

Grout:

Mixture of cementitious material and
aggregate to which sufficient water
is added to produce pouring consistency
without segregation of the constituents,

Grouting:

The process of filling with grout.

Induced deviation;

Deviation induced by human error and
the limits imposed by measuring

instruments.

Ineffective element:

Inherent deviations

Integral column:

An element which has been adversely
affected by an abnormal  load so that
it no longer functions as a load-
bearing member to the extent originally
designed.

Deviations in shape and position of a
panel in service.

A column located within a wall  panel
which can function as a vertical
support under abnormal conditions.

-108- hollow core or hollow-core slab.
